NEW TRIBUNE TOWER BUILDING 
The new Tribune Tower Building is located £ 
near the Michigan Boulevard Bridge; is 23 ^ 
stories high with a tower of 140 feet. The < 
Chicago Tribune offered a prize of $100,000 
for the plans and the result is the most ^ 
beautiful office building in the world. ^ 
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